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nuts or screw damps. Preferably (he eheM and (lie Meam supply pipes should be insulated. This is of particular importance, as the farm boiler is usually working (o capacity and leqnhes lo he proleeled from heat losses. The inlets from the boiler should make provision tor the incoming steam to be distributed evenly over i ho entire interior.
Certain factor's a fleet the efficiency of steam sterilisers. In sonic instances it will be found that (he steam chest may be too lai'tfe for the capacity of the boiler which feeds it. A most important item is the expense of operation which is a constant charge on the cost of milk production, \\\ many cases preventing constant use even when installed. The length of time required for theeliest to reach sterilising temperature and the attention which must be paid to its operation are also points which require to bo considered. It is important to remember that sterilisation is a process of steaming the utensils at a temperature of Jio" F. for not less than lo minutes, In addition, the human element should not be overlooked. ICven if the most satisfactory plant is employed, lack of care or hurried operation will invariably result in failure to sterilise properly.
Farm boilers used for sterilisation purposes are not subject, to tlie Factories Act, i<U/. ;lll<l it is not compulsory for such boilers to be insural, It is, however, to the owner's advantage to do so in order that periodical examinations of the boiler are undertaken and the necessary repairs effected, The risk of breakdown, tire or explosion will be reduced to a minimum if thus procedure is carried out,
There sire many types of plant to be obtained, making use either *of low or In'^h-pressure steam, and a IV\v of these deserve brief mention.
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(i) The " W&ssex " Steriliser. This apparatus works at u pressure, of 15 Ib, per sq. inch and is to bo recommended for the producer or small retailer, Tt consists of a boilor and extra large sterilising chest which is provided with a